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NEW ENGLAND COMPOUNDING CTR 
697 WAVERLY ST. 

697 WAVERLY ST. 

FRAMINGHAM, MA 01702 Ph. 800-994-6322 


<3 


PE/TRO/CYC/PRO/FLUR(PF) 2.5-1 -1-.5-.03% OPH 


0 

Flavor: 

Description: 

Quantity made: 350 ML 


Batch yield: 350.000 


Schedule: L 

PCCAID: 

Route of admin: 


ActiveX 
Formula ID: 3737 
Log ID: 125796 


Date made: 2/23/2010 
Lot number: 02232010@51 

Beyond use date: April 24, 2010 2:56 PM 

60 days after compounding date 

Pharmacist: GS 

Technician: MEGHAN PHILLIPS 

NDC1: 

Packaging: 

Equipment: 


Labeling: REFRIGERATE 
Stability information: 

Chemicals 


Pricina calculations from the loa 


Estimated price 

$9.oo as of 


Ingredient cost 

$0.00 


Device cost 

$0.00 


Time cost 

$0.00 Time to make: 

0 

Profit 

$9.00 




Sch. Quantity used QS (Balance) Actual cost & date 


1 ^ PE/TROP/CYCLOP (P^f (STOCK) 2.5-1-1% SOLUTION L 


$Lot#:01262010@15* . 

Baland£9 V 



[fg: STORE 

ilume: 


350 ML 
Exp. date; 


150 ML y a 
: 4/26/201 OS 


$0.00 


12/21/2009 


Potency: 


Whlsr: STORE 

QS amount , 0 / 

y« DC V 

1750 MG/ . |~| $1.75 

Exp. date: 2/1/2012 / Whlsr: PROFESSIONAL COMPOUN 

QS amount: 


Each ML contains 1 ML or 100% 

ChemlnvID: 3892 


2 PROPARACAINE^HCL POW/5ER 
Lot#: Cl 25491 

Balance: 


Mfg: PCCA 

Volume: 


L 

Potency: 


01/20/2009 


t 


NDC: 

35 MLYgT g 


Each ML contains 5 MG or 0.5% 

ChemlnvID: 0 


3 FLURBIPROFEN (STOCK) 0.3% SOLUTION 
^ Lot#-. 01 06201 0@5 / / Mfg: STOl 

fii Volume: 


L 

Potency. 


Q Exp. date: 3/7/2010 S y 
7^) QSamoup<^/^2£^jt> * 

NDC: 


Whlsr: STORE 


$ 0.00 


01/06/2010 


Each ML contains 0.1 ML or 10% 

ChemlnvID: 3939 


4 HYDROCHLORIC ACID 1 0% SOLUTION 

Lot#:* Mfg: NECC 

Volume: 

Balance: 


Potency: 


70 ML □ 

Exp. date: 12/30/2020 Whlsr: 
QS amount: 


$140.00 06/17/2005 


NDC: 


Each ML contains 0.2 ML or 20% 

ChemlnvID: 444 


(Added all GM & GMS: 0.00) 


$141.75 


Log Instructions & Notes 


Originally made as: 350 PE/TRO/CYC/PRO/FLUR(PF) 2.5-1 -1-.5-.03% OPH 
Calculated lot number: 02232010@51 Beyond use date: 4/24/2010 
FORMULA INSTRUCTIONS: 

THIS FORMULATION IS A STER/LE FORMULA T/ON AND MUST BE MADE BY A PHARMACIST/TECHNICIAN WHO HAS BEEN 
APPROPRIATELY TRAINED IN ASEPTIC TECHNIQUE. 


FACILITY NAME; 

DROPPER SIZE: 

QUANTITY: 

LOT#'S 




Mt~ 


30 D 


PFrrRO/CYCjPRO^FLURIPF) 7 5- 1-1 -.5- 03^ 
Lot # 02232010@51 Discard after 4/24/2010 
REFRIGERATE 
1 ML 






0 • 


J-u 


FILTER LOT# 1009/1? MiQ 


DROPPER LOT#_ 
FORMUIA 5 * 3 ****^ 


Date entered: 
Checked 


;ered: 2/23/2010 2:56:28 Pty/ Las? 
by: JLl __y/_ /Y 


modified 





PM by: GS, .(Pharmacist) 

' !IW (Q. 


1.750 g 


FOIA Confidential 


NECC USMA001 076160 


